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Tool # 
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Rl'q'd Qt~:20.00 


Operation 
Description 


Revision Nbr 


"roccss 
"Ian: 
j//L-J 


(,. \Sf..:1 
-"I 
hCITl ;'IrIilml'~ 


Approvals: 


Seq lienee IIII 
Work Ccntt'r 
ID 


Uraw Nbr 


I.('ul 
as per[1 D3807 
Dwg Rev: 
Prog Rev: 


03807 


100 
*1nn* 
Welerjcl 


FLOW CNC' Walcrjel 


Rev A 


:\Irmo 


0,00 


0,00 


2.DcbUIT ifncccs,ar)' 


110 
*11n* 
QC 


()Cl., Inspeel pans 00" machine FA[/f'i\lB 


:\Irmo 


u.oo 


000 
o 


Qualit), Corurol 
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Date: 
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DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
Work Order: 


Rework~ 
Skid.tUbe~ 
crosstUbe~ 
Water Jet~ 
(ngineering~ 
Part No. 
Sc.rap 
Machining 
Small Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work Order Update 
large Fab 
Composite 
S~plier 


Root 
Description 
of work order update 
Initial 
Action 
Sign & 
c.u•• 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/oata 


EquiP/Too1ins - 
Operiltor 


Material 
- 
Setup 
- 
Other 
- 
PrOCESS 
- 
Supplier 
- 
Train OF 
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FAULT CATEGORY 
landj~Gear 
0- 
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Ovalized 
r-- 
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~PrM 
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Hardware 
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Temperature/Cure 
f- Crath 
Broken/Damaged 
Inspechon Incomplete 
Part Incorrect 
wel.1 
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Burrs 
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Heat Treilt 
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parts 
- sccund 
d,CC~ 


Sci Upl 
Run Hours 


000 


u,no 


Tool In 
Tool 
# 
1'1:111 
Code 
Accept 
Qr)' 


ICJ 


Reject 
QfY 


l{cjCl't 
Number 
Insp. 
Stamp 


130 
*1 ~()* 
I'achging 


I'ad.oging 


000 


0.00 


140 
*1L1n* 
QC 


Qt'21- 
FmallnSJl<.-<:lion- Work Ord~r ~c1eOl'>c 


\Itmo 


000 


0.00 


Qualil)' C<Hmol 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE I UPDATE 


DQA: 
Date: 
---- 
-------- 


QA Closed: 
Date: 


DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
Work Order: 


Rework~ 
Skid-tUbe~ 
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NCR No. 
Work Order Update 
large Fab 
Composite 
SL.,pplier 


Root 
Description of work order update 
Initial 
Action 
Sign & 


Cause 
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I- Mislab••led 
e- 
Positioned Wrong 


nOthEr 
-, - 
Inspection Strip in Tube 
- 
Cut Too Short 
I- 
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NCR: 
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No 
WORK ORDER NON-CONFORMANCE I UPDATE 
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Date: 


DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
Work Order: 


Rework~ 
Skid-tUbe~ 
crosstUbe~ 
Water Jel~ 
Engineering~ 
Part No. 
Scrap 
Machining 
Small Fab 
Prod. Eng COOf. 
QualitV 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCRNo. 
Work Order Update 
large Fab 
Composite 
Sl;pplier 


Root 
Description 
of work order update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief Eng 
Description 
Date 
Verification 
QC Inspector 
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Material 


Setup 
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Hardware 
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Broken/Damaged 
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Part Incorrect 
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I-- Cuffs 
- Contamination 
- Maintenance 
Part Moved 
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Turning Sequence 
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Outside Dimensions 
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DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
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Skid-tUbe~ 
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Water Jet~ 
Engineering~ 
Part No. 
Scrap 
Machining 
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Prod. Eng. Coor. 
Quality 
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Thermoforming 
Finishing 
Rec/Store/Packaging 
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NCR No. 
Work Order Update 
large Fab 
Composite 
Supplier 


Root 
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of work order update 
Initial 
Ac:ion 
Sign & 
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Step 
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or Non-conformance 
Chief Eng 
Desc~iption 
Date 
Verification 
QC Inspector 


Doc/Data 


Equip{roolingI- 
Operator 
I- 
Material 
I- 
Setup 
I- 
Other 
I- 
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I- 
Supplier 
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I- 
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FAULT CATEGORY 
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t-- Bending 
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I- Grain 
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r- Centre Not (Ilncentric to O/S 
BOM/Route 
I- Hardware 
Over/Under tolerance 
Temperature/Cure 


Cracks 
- Broken/Damaged 
I- 
Inspe<tion Incomplete 
Part Incorrect 
Weld 
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I- Crushed/Crimped 
Burrs 
I- Instructions Incomplete/Unclear 
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Part Lost/Missing 
Wrong Stock Pulled 
I- Cuffs 
- 
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I- 
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I- 
Part Moved 


Heat Treat 
Countersink 
I- Mislabeled 
f- Positioned Wrong 
nOther 
_ 
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- Cut Too Short 
f- Misread 
L.- Power loss/Surge 


Ripplesin Bend 
Drill Holes 
I- Offset 


_ 
Torque Wavf5 in El(trusion 
Drawing 
f- Out of Calibration 


_ 
Turning Sequence 
- 
Finish 
I- Out of Sequence 


Wave/Twist in Tube 
Folio 
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Date: 


DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
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Part No. 
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Other 
- 
Proce~s 


SUpplier 
- 
Training 


Unapproved 


FAULT CATEGORY 


Landi'!!. Gear 
r- 
General 
- 
G 
. 
- 
Ovalized 
_ 
Bending 
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Offset 
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Turning Sequence 
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Finish 
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Out of Sequence 


wave/Twist 
in Tube 
Folio 
Outsidt' Dimensions 
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---- 
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/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 
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Date: 


DISPOSITION 
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Work Order: 


ReWO'k~ 
Skid-tUbe~ 
crosstUbe~ 
Water Jet~ 
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Part No. 
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Fab 
Prod. Eng. Coor. 
Quality 
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Finishing 
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Other 
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Work Order Update 
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Root 
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Initial 
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Date 
Step 
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or Non-conformance 
Chief Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/D.ata 


Equiprooling 


Operator 
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Other 
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Supplier 
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of wor~ order update 
Initial 
Action 
Sign & 


cause 
Date 
Step 
Qty 
or Non-conformance 
Chief Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data - 
Equ;p/'l'ooIinl 


Operator 


Material 
- 
setup 


Other 
I- 
Proce!s 
I- 
Supplier 
I- 
Training 
I- 
Unapproved 


FAULT CATEGORY 


landi~Gear 
.- 
General 
- 
I- 
Bend'ng 
t- Bend 
Grain 
- Ovalized 
~ 
P,essu<e/Fo"ed 
I- Centre Not Concentric 
to OIS 
r- BOM/Route 
- 
Hardware 
Over/Under tolera'lce 
T.'mperature/Cure 


I- 
Cracks 
!- Broken/Damaged 
Inspection 
Incomplete 
- 
Part Incorrect 
weld 
. 
~ 
Crush~/Crimped 
- 
Burrs 
- 
Instructions 
Incomplete/Unclear 
Part lost/Missing 
Wrong Stock Pulled 
r-- Cuffs 
Contamination 
Maintenance 
Part Moved 
I- 
Heat Treat 
- 
Countersink 
- 
Mislabeled 
- 
Pcsitioned 
Wrong 


nOther 
f- 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
- 
Power Loss/Surge 
I- 
Ripples in Bend 
- 
Drill Holes 
c- 
Offset 


Torque Waves in Extrusion 
Drawing 
Out of Calibration 
I- 
- 
I- 
Turning Sequence 
Finish 
- 
Out of Sequence 


Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/fORMS/Qualily 
Assurance\appl"ovt"d 
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Rev G 


